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SUBJECT: UK IMAGE ISOCON TUBE TO ROMANIA - IL 1555 
REF: COCOM DOC (74) 1326 

1. CORRIGENDUM TO REFDOC, RECEIVED JULY 25, RESTATES 
PARA 2 THEREOF AS FOLLOWS: 

THE ABOVE HAS BEEN ORDERED BY ELECTRONUM, STATE 
ENTERPRISE FOR FOREIGN TRADE, DEPARTMENT 32, 2 GABRIEL 
PERI STREET, BUCHAREST, ON BEHALF OF THE MINISTRY OF 
TRANSPORT AND TELECOMMUNICATIONS, POST AND TELE- 
COMMUNICATIONS DEPARTMENT, DIRECTORATE OF RADIO & 
TELEVISION, 37 CALEA VICTORIA, BUCHAREST 1. 

THE EQUIPMENT IS REQUIRED FOR EXPERIMENTAL AND 
RESEARCH WORK IN CONNECTION WITH THE STATE-CONTROLLED 
NETWORK OF RADIO AND TELEVISION FOR POSTS, AIRCRAFT, 
SHIPPING AND FOR GENERAL CIVIL APPLICATIONS. 

2. CASE HAS DATE LIMITE OF JULY 29. PLEASE INSTRUCT. 
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